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DDA 78-3841/4 

17 October 1978 


Mr. Donald Winegarden 
Director, Operations Division 
Office of Buildings Management 
General Services Administration 
Washington, D.C. 20405 

Dear Mr. Winegarden: 

I make reference to my letter to you of 

10 October on the proposed regulation entitled 

’'Smoking in GSA- Controlled Buildings and Facili- 



ties.” Upon further reflection and discussion 
concerning this matter, we would interpose no 
objections to the regulation as drafted. 

Sincerely, \ 


John F. Blake 
Deputy Director 
for 

Administration 
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